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UNCLASSIFIED 

PAGE 01 GUAYAQ 00226 030223Z 
ACTION ARA-14 


Message Text 


INFO OCT-01 ISO-OO EB-08 /023 W 

019121 032118Z/75 

R 021900Z FEB 78 
FM AMCONSUL GUAYAQUIL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5923 
AMEMBASY UQUITO 

UNCLAS GUAYAQUIL 0226 

EO 11652: N/A 
TAGS: BENC, BEXP, EC 

SUB J : SPECIAL TRADE OPPORTUNITY: GUAYAQUIL UNIVERSITY 
HOSPITAL (EARLY WARNING) 

1 . STATE UNIVERSITY OF GUAYAQUIL HAS ANNOUNCED PLANS 
FOR A 400-BED GENERAL HOSPITAL PROJECT COSTING OVER 
$40 MILLION. SITE ACQUISITION AND PREPARATION WILL 
BEGIN SHORTLY. A PUBLIC CALL FOR BIDS ON SINGLE 
PACKAGE OF CONSTRUCTING HOSPITAL AND SUPPLYING EQUIP- 
MENT SHOULD TAKE PLACE WITHIN TWO MONTHS. A 40-MONTH 
CONSTRUCTION PERIOD IS PROJECTED. 


2. FINANCING WILL BE ARRANGED THROUGH THE MINISTRY 
OF PUBLIC HEALTH. WHICH IS NOW NEGOTIATING FOR CREDIT 
FROM GERMAN BANKS. BIDS ON CONSTRUCTION AND EQUIPMENT 
WILL NOT REPEAT NOT BE TIED TO THE POSSIBLE GERMAN 
FINANCING. 


3. FINAL DESIGN STUDIES BY THE INSTITUTO ECU AT ORIAN O 
DE OBRAS SANIT ARIAS (EV EDOREAN INSTITUTE OF SANITARY 
WORKS), A PART OF THE MINISTRY OF HEALTH, ARE NOW NEAR- 
ING COMPLETION. 


4. PROJECT COORDINATOR IN GUAYAQUIL IS: 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 GUAYAQ 00226 030223Z 


DRM JORGE BAQUERIZO-RAMIREZ 

DECANO DE LA FACULTAD DE CIENCIAS MEDICAS 

CIUDADELA UNIVERSITARIA 
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CASILLA 47 1 

GUAYAQUIL, ECUADOR. 

BISHTON 

UNCLASSIFIED 

NNN 
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Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978GUAYAQ00226 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780052-0857 
Format: TEL 
From: GUAYAQUIL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978021 02/aaaadift. tel 

Line Count: 66 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 486f6dcd-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 
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